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St. John's College is the second largest college of 
Cambridge, and was founded in isii on the site of St. 
John’s Hospital, which dated from the 12th century. The 
First Court of the College dates from 1509, the Second from 
1595, the Third from 1623, and the Fourth from 1826. The 
Chapel is also a modern structure, in the Early Decorated 
style, by Sir Gilbert Scott. The tower shown in the picture 
is 142 feet high. 
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